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UNCLASSIFIED 

PAGE 01 STATE 184194 
ORIGIN COME-OO 

INFO OCT-01 AF-10 ISO-OO EB-08 /019R 


Message Text 


DRAFTED BY COM/BED/OED/MEPD/JLPHILBRICK:DMW 
APPROVED BY EB/OCA/CD/ESACCHET 
COM/BED/OED/MEPD/LENGLESON 
COM/BED/OED/MEPD/SMCONGER, DIRECTOR 
STATE/AF/W/B KIRKPATRICK (INFO) 
"OM/BED/OIM/PMICHELINI (INFO) 

003417 210840Z/21 

R 202252Z JUL 78 
FM SECSTATE WASHDC 
TO AMEMBASSY ABIDJAN 


UNCLAS STATE 184194 


E.O. 11652:N/A 


TAGS:BENC, IV 

SUBJECT:MAJOR PROJECT: PLANS FOR NEW HOSPITALS 


1 . MAJOR EXPORT PROJECTS DIVISION USDOC WAS CONTACTED 
BY A LEADING U.S. DESIGNER OF HOSPITALS ROGERS, BUTLER, 
BURGUN AND SHAHINZ, WHICH IS INTERESTED IN THE POSSIBILITY 
OF WORK IN IVORY COAST. REQUEST EMBASSY CONTACT MINISTRY 
OF HEALTH AND OBTAIN LIST OF PROPOSED HOSPITAL PROJECTS 
INCLUDING THEIR SIZE, TARGET CONSTRUCTION DATE, IMPLE- 
MENTING AGENCY AND NAME OF A KNOWLEDGEABLE OFFICIAL. 
WOULD ALSO LIKE SOME GENERAL BACKGROUND ON HOW HOSPITALS 
ARE USUALLY BUILT IN IVORY COAST. DOES COUNTRY HAVE 
ITS OWN DESIGN CAPABILITY OR ARE FOREIGN FIRMS ABLE TO 
COMPETE FOR PROJECTS. 


2. FIRM IS PARTICULARLY INTERESTED IN A LARGE ANTICANCER 
RESEARCH HOSPITAL WHICH IT UNDERSTANDS IS BEING CONSIDERED 
UNCLASSIFIED 


UNCLASSIFIED 
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FOR IMPLEMENTATION. EMBASSY ASSISTANCE MOST APPRECIATED. 
VANCE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE184194 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DMW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780299-1218 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780736/aaaabenr.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: fa50a66f-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1934904 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: PLANS FOR NEW HOSPITALS 
TAGS: BENC, IV 
To: ABIDJAN 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/fa50a66f-c288-dd1 1-92da-001cc4696bcc 
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